Docket            Name

71 -9153           MODEL SENTINEL 1S, TELEDYNE

ENERGY SYSTEMS

71*9159           MODEL NUPAC 14/19QH, L & M, LN-14-

170H.L&M, NUPAC

71 -9167           MODEL 3206B, 3227B & 3218,

AMERSHAM CORP.

71 -9182           MODEL: HUSMAN IRRADIATOR,

AGRICULTURE, DEPT. OF

71 -9216           MODEL CNS 1 -13G, CHEM-NUCLEAR

SYSTEMS, INC.

71-9225           MODEL: NAC-LWT, NUCLEAR

ASSURANCE CORP.

71-9234           MODEL NCI-21PF-1, NUCLEAR

CONTAINERS, INC.

71-9239           MODEL MCCt WESTINGHOUSE

ELECTRIC CORP.

71 -9242           MODEL: GAMMACELL 220, NORDION

INTERNATIONAL, INC.

71 -9511           MODEL R-1, ENERGY, DEPT. OF
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